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655 February 26, 1915 

Stables and Disposal of Manure. (Ord. May 25, 1914.) 

Article- 6. Section 1. Every person owning or leasing any stable or other building 
where any horse, mule, or any cattle are kept, shall maintain a substantial and suffi- 
cient receptacle which must be so constructed and kept as to protect the contents 
from rain, and to be so screened as to prevent access to flies, and all manure from such 
horses, mules, or cattle must be placed in such receptacle. 

Sec. 2. All persons owning or leasing any stable, where more than six head of 
horses, mules, or cattle are kept shall have all manure from such animals removed 
from their premises twice in each week, from the 1st of May to the 30th of September 
and at no time shall the same be allowed to accumulate in such a manner as to become 
a nuisance. In no event or circumstance shall any manure be thrown or deposited 
in any alley, street, or public place, or suffered to remain in such places. 

Sec. 3. Every owner or lessee of any stable shall at all time3 keep, or cause to be 
kept, the building and premises in a clean and sanitary condition. 

Sec. 4. No person hauling manure through the streets shall permit the same to litter 
the streets. 

Sec. 5. Any person violating any part of this article shall, upon conviction, be fined 
not less than $10 nor more than $100, and each day's continuance of any such nuisance 
or condition mentioned herein shall be a separate offense. 

Barbers and Barber Shops— Regulation of. (Ord. May 25, 1914.) 

Article 7. Section 1. Every barber shop within the city of Huntington shall be 
open to the health officer for inspection at any time, and the following rules shall be 
observed therein: 

(a) All barber shops, together with all furniture, shall be kept in a clean and sanitary 
condition. 

(6) Mi gs, shaving brushes, razors, scissors, clipping machines, pineon, needles, and 
other instruments shall be sterilized either by immersion in boiling water or in 
alcohol of at least 95 per cent strength or other effective disinfectant approved by the 
health officer after each separate use. Combs and brushes shall be kept thoroughly 
cleaned. 

(c) Clean towels shall be used for each person. 

(rf) Alum or other material used to stop the flow of blood shall be applied on a clean 
towel or other clean cloth. 

(e) The use of powder puffs and sponges is prohibited, except that a sponge or puff 
owned by a customer may be used on him. 

(/) Every barber shall thoroughly cleanse his hands immediately before serving each 
customer. 

(g) No barber shop shall be used as a sleeping room. No person shall be employed 
or shall operate as a barber who has any communicable disease. 

(A) Every barber shop shall be well ventilated and provided with hot and cold water. 

(?) A copy of this article shall be posted in plain view in every barber shop. 

Sec. 2. Any person violating any part of this article shall, upon conviction, be fined 
not less than $10 nor mora than $100, and each day's continuance of any such nuisance 
or condition mentioned herein shall be a separate offense. 

Garbage and Refuse— Care and Disposal. (Ord. May 25, 1914.) 

Article 8. Section 1. It shall be the duty of every resident, householder, tenant, 
hotel keeper, boarding-house keeper, retail dealer, and all parties or persons occupying 
dwellings within the city of Huntington to provide, or cause to be provided, and at all 
times keep, or cause to be kept, portable vessels or tanks for holding garbage, said 
vessels or tank to be perfectly water-tight, and provided with handles on the outside, 
and a closely fitting cover, which cover shall not be removed except when absolutely 



